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GHR le&ding Panel ~ Jimu&ry 

THRU ; Chief trt/C 
Chief, D/S 
Chief, S/COT 

Periodic Review and/ or Revision of Reading Panel Requirement* 


1. ihe branch requirements for reading panels have been re- 
viewed. It is requested that the following change be made In the 
existing requirements. 

<2. a® branch he® bees receiving a large volume of doeumeats 
containing oaly descriptions of existing industrial plants and at- 
tendant facilities particularly those plants in the European 
Satellites, An adequate file of this inforaatioa now exists in the 
branch, therefore it is requested that the breach be excluded fre© 
the routing of such documents . 
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